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APPROACHING THE TUNNEL ON SKYLINE 
DRIVE, VIRGINIA 

One of the most interesting things to the 
Skyline Drive motorist is this six-hundred foot 
tunnel located a few hundred yards south of 
the intersection of Skyline Drive and the Lee 
Highway (U. S. 211) at Panorama. 




Markcn Bielfeld. Inc.. Frederick. Md. 


OB-H1541 



APPROACHING THE TUNNEL ON SKYLINE DRIVE, VIRGINIA 



90 



